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This proposed notice, forwarded 
for approval, announces | 1 

2. 

DC I 




1 1 as the National 

Intelligence Officer for 

Warning. 

(Fife. 

3. 




4. 




5. 




6 - DDA Registry 

7D18 Headquarters 




7 - RCD 

1105 Ames Bldg. 
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9. 
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(This notice is NOT to be filed in Agency 
manuals. Please destroy after reading.) 


Executive Rtxjisary 

2225.7 


STAT 


PERSONNEL 


29 JUL > mi 

ANNOUNCEMENT OF APPOINTMENT TO KEY POSITION 
NATIONAL INTELLIGENCE COUNCIL 


STAT 


I 1 is appointed National Intelligence Officer for 

Warning, effective 21 July 1981, vice I 


STATl 



William J. Casey 
Director of Central Intelligence 


STAT 


DISTRIBUTION: AB 
RCD/ 


(22 July 1981 ) 


DISTRIBUTION: 

Orig - DCI 
1 - DDCI 
1 - ER 

1 - DDA Subject 
1 - DDA Chrono 
1 - RCD Subject 
1 - RCD Chrono 
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